carter’s news agency, mobile, ala, 


Admiral Semmes Hotel and Bus Terminal, 
are both new and modern buildings facing 
Government Street which is a part of the old 
Spanish trail. Both buildings are located 
within two blocks of the entrance of Bank- 
head Tunnel, which passes under Mobile 
River. 
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Government Street, Looking West, showing Bus Terminal and Admiral Semmes Hotel, Mobile, Ala. 




















